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BRIGHT AD/PACK TEST 
TOP-LINE BANNER 


Tried Size Corresponding 

100 1 s 
Smokers 

Total 

To Regular Brand 


Trying 

in 

Total Kings 

100's 

Kings 

Test 

300 200 

100 

90 

390 


Source: https://www.industrydocuments.ucsf.edu/docs/zqnj0004 



